Brief comment text:

It is of particular concern to me the increased wattage allowed to NextNav in rural areas. My use case for the proposed band revolves around emergency preparedness in rural areas where cell service cannot be relied upon, and in situations where cell service is simply not an option. The 2021 ice storms in Texas are the perfect example of the power of meshtastic; communities used the 900 mhz band to organize power, food, and water in the absence of other methods of communication. It is from people in these communities that I've learned from and setup similar networks. In less than one year of operation we've successfully notified people of wildfires and facilitated evacuations faster than traditional comms would have allowed.  In wildfire settings, you cannot rely on getting back into cell service before knowing where to go.

The NextNav licensing exchange may make a fractional increase in the quality of life of many people. In comparison, the current meshtastic system literally saves lives. What's more important?
